Trouble Shooting chart for PP-7B 
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POWER SUPPLY SCHEMATICS 
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SWITCHING POWER SUPPLY 
Block Diagram 




© 



© 



® 
© 



s 



lOOVAC is stepped down and rectified 

VCC (12VDC) is applied to ICl; starts switching 

ICl switching drives TR2/T3, which in turn drives TRl/ 

Secondary of Tl output is rectified by D4 & D5 

After filtering, D5 output is -5V 

04 output supplies 3 terminal regulator 7824 

7824 output is +24V; also drives 3 terminal regulator 7812 

7812 output is +12V; also VCC for 1C2 

IC2 switching drives TR4/T4; which in turn drives TR3/T2 

D9 rectifies T2 output which becomes +5V 
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